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2. Basis of Inspection.—Inspection of fcjfst. iron soil pipes shall be carried out 

with a view to seeing that the cast iron soil’ pipes conform td the specifications 
stipulated in the export contract. • 

3. Procedure for Inspection.—(1) Exporters intending to export cast iron soil 

pipesvBliajl dve. intimation to tmy -one of np-n-'i-in runqjwimn wltr irni n 7 
of tin- 'Export (Quality Control and Inspection) Act, 196T J “(22 tbf ^here¬ 

inafter referred to as inspection agency), to enable It to carry otit inspection 
in accordance with rule 2. ; 

(2) Every. intimation under sub-rule (1) shall be, given pot less than 15 days 
before tite date’ on ‘which inspection is required to be carried out. 

(3) On'receipt of the intimation referred to in sub-rule (2), the inspection 
agency concerned shall inspect the consignment of cast iron soil pipes in accord¬ 
ance with rule 2. 

(4) After satisfying itself that the consignment of cast iron soil pipes has 
complied with the specifications stipulated in the export contract, the concerned 
inspection agency may issue a certificate declaring the consignment as export 
worthy. 

4. Place of examlpfttlop,—Examination for the purpose of these rules shall be 
carried out either, 

(a) at the premises of the- manufacturer, or 

(b) at the premises at which the goods are offered by the exporter provided 

adequate facilities for the purpose exist therein. 

5. Inspection Fee.—A fee at the rate of one- per cent of the invoice value of 
the consignment shall be paid as inspection fee under these rules. 

0. Appeal.—(1) Any person aggrieved by the refusal of the inspection agency 
to issue a certificate under sub-rule (4) of rule 3 may, within ten days of the 
receipt of communication of such refusal prefer an appeal to such panel of 
experts consisting of not less than 3 persons as may be constituted by the Central 
Government for the purpose. 

(2) The decision of the panel in such appeal shall be final. 
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